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VENTILATION

arrange the jar over them so that there is a small space between
it and the table. Note the result and write down your
explanation of it.

HI. By means of a lighted taper or candle test the direction
of the air currents at a slightly open door communicating
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Fig. 57.

between a warm room and a passage or other room at a lower
temperature, (a) holding the candle near the top of .the door,
and (6) near the floor. It will be seen that at the top of the
door the flame is blown outwards showing that the hot air is
escaping from the room, while at the floor level there is a
stream of cold air entering to take its place.